AMENDMENT NO. 1 OCTOBER 2022 


TO 
IS 17261 : 2022 TEXTILES — POLYESTER CONTINUOUS FILAMENT FULLY 
DRAWN YARNS — SPECIFICATION 
( First Revision ) 


(Page 6, Table 3, Method of Test, Col 6) — Substitute ‘IS 7703 (Part 2) (Dry Method)’ for ‘IS 7703 (Part 2)’ 


(Page 6, Table 3, Method of Test, Col 8) — Substitute ‘IS 7703 (Part 2) (Dry Method)’ for ‘IS 7703 (Part 2)’ 


(TXD 31) 


Publication Unit, BIS, New Delhi, India 


